ARCHIVE LOCATION VARIANCE SHEET 


1002404917 


THE NUMBER (RANGE) 




IS LOCATED: 


( ) IN THE AUDIO CABINET 


( ) IN THE VIDEO CABINET 


( ) ON THE OVERSIZE SHELF 


( ) IN THE MICROFORMS CABINET 


( ) AT THE WAREHOUSE 


( ) IN THE TRANSLATION/TRANSCRIPTION FILES 


(X ) OTHER 
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Source: https://www.industrydocuments.ucsf.edu/docs/jzjkOOOO 




